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Support to Office of Comaunicat iana 


MAIMS (Management Information System for 
Field Stations). All GIH-II files pertaining 
efficiency became operational on 18 August 
from MAX (Message Automatic Exchange) and 
System) log tapes. Phase II of the project 
900 work-hours were expended 


to message circuit 
1981 . Dftta or iginates 
(Automated Relay 

was concluded . Ove r 
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in this effort. 
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Federal Information Processing Standards (FIFSJ 

A new proposed Federal Information Processing Standard (FIPS ) 
was received and distributed to components for review, ms 
requested comments on the proposal which is a joint FIPS and 
Federal Standard (FED STD) defining the procedures to be used at 
the interface between data terminal equipment and 'at a circuit- 
termination equipment for operation with pa cket-switched data 
communications networks. 
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